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us report contains summary information on ground-water quality in one of the 50 













States, Puerto Rico, the Virgin Islands, or the Trust Territories of the Pacific Islands, 
g 


MISSOURI GROUND-WATER QUALITY 


»aipan, Guam, and American Samoa. The material is extracted from the manuscript 







U.$. GEOLOGICAL SURVEY 


Dallas L. Peck, Director 


of the 1986 National Water Summary, and with the exception of the illustrations, 





By Thomas O. Mesko and Wayne R. Berkas 





which will be reproduced in multi-color in the 1986 National Water Summary, the 








format and content of this report is identical to the State ground-water-guality 







descriptions to be published in the 1986 National Water Summary. Release . f this 
y 






information before formal publication in the 1986 National Water Summary 






permits the earliest access by the public 
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MISSOURI 
Ground-Water Quality 


In Missouri, about 34 percent of the population (fig. 1) ob- 
tains water supplies from ground-water sources. Ground water is 
the source of 74 percent of al! rural domestic self-supplied water, 
75 percent of all irrigation water, and 39 percent of all industrial 
selt-supplied water, excluding water for thermoelectric power 
generation (U.S. Geological Survey, 1985). Ground water (fig. 2) 
generally is suitable for most uses except where it is saline. Me- 
dian concentrations of dissolved solids, hardness, nitrate, fluoride. 
and sulfate (fig. 2) are less than the primary and secondary national 
drinking water regulations established by the U S. Environmental 
Protection Agency (1986a,b); however, localized contamination 
from manufactured organic compounds (fig. 3) has been recognized 
in four principal aquifers in Missouri, including both shallow and 
deep aquifers 


WATER QUALITY IN PRINCIPAL AQUIFERS 


The six principal aquifers in Missouri are: (1) Major river 
vaileys, (2) alluvial (in southeastern Missouri), (3) Wilcox and 
Ciaiborne, (4) McNairy, (5) Ozark and (6) Kimmswick-Potosi 
(fig. 2). These aquifers, which underlie about 60 percent of the 
State, have differing water quality 


BACKGROUND WATER QUALITY 


A graphic summary of selected water-quality constituents 
compiled from the U.S. Geological Survey's National Water Data 
Storage and Retrieval System (WATSTORE) is presented in figure 
2C. The summary is based on dissolved-solids, hardness. nitrate. 
fluoride, and sulfate analyses of water samples collected from 1930 
to 1986 from principal aquifers in Missouri. Percentiles of these 
constituents are compared to national standards that specify the max- 
imum concentration or level of a contaminant in a drinking-water 
supply as established by the U.S. Environmental Protection Agency 
(1986a b). The primary maximum contaminant level standards aro 
health related and are legally enforceable. The secondary maximum 
contamunant level standards apply to esthetic qualities and are recom- 
mended gus lelines. The primary drinking-water standards include 
maximum concentrations of 10 mg/L (milligrams per liter) nitrate 
(as nitrogen) and 4.0 mg/L fluoride, and the secondary drinking- 
water standards include maximum concentrations of 500 mg/L 
dissolved solids. 250 mg/L sulfate and 2.0 mg/L fluoride. The sum- 
mary (fig. 2C) indicates that median dissolved-solids concentra- 
tions ir. ground water from all six principal aquifers are less than 
500 mg/L; median hardness concentrations are less than 400 mg/L 
as calcium carbonate; median concentrations of nitrate are less than 
0.10 mg/L as nitrogen; median concentrations of fluoride are 0.30 
mg/L or less (except the Kimmswick-Potosi aquifer which is 1.0 
mg/L); and median concentrations of sulfate are less than 60 mg/L.. 

About 40 percent of the aquifer systems in the State contain 
saline water that is unusable for most purposes. Concentrations of 
dissolved-solids, chloride, sulfate, and other constituents in this 
saline water, greatly exceed the national drinking water standards. 
Generally, saline water is located in northern, western. and 
southeastern Missouri (fig. 38). The saline water-freshwater tran- 
sition zone, defined as the zone where dissolved-solids concentra- 
tion is larger than 1,000 mg/L, is located at the northwestern and 
southwestern margins of the Ozark and Kimmswick-Potosi aquifers 
(fig. 3B) 

Along the transition z ne, use of ground water for irriga- 
uon has increased rapidly di ng the past 20 years, causing water 
levers to decline about 100 i set in the Ozark aquifer in western 
Missouri (Kleeschulte and ot vers, 1985), and in the Kimmswick- 


Potosi aquifer in northern Missouri (Emmett and Imes, 1984). Use 
of several irrigation wells in western Missouri was discontinued 
because of salt build-up in the soil. Also, the use of ground water 
for several public supplies in western Missouri was discontinued 
because the concentration of dissolved-solids was larger than 2,000 
mg/L, even though the quality of water has not changed substantially 
in recent vears (Kleeschulte and others, 1985). 

Naturally occurring radioactivity in ground water also is 
associated with the saline water-freshwater transition zone. Deeply 
buried geologic units release radionuclides to the groundwater. 
These releases have been noted in regular monitoring of public 
water-supply wells (Missouri Department of Natural Resources. 
1986b) 

The karst nature of the Ozarks area makes it susceptible te 
contamination from many sources. Karst conduits may transmit con- 
tamina its rapidly, and interbasin flow has been documented in many 
areas. Dye-trace studies at Logan Creek, in south-central Missouri. 
'ndicate a dye velocity of more than 1 mi/d (mile per day). Other 
dye-trace studies in eastern Missouri in Jefferson County indicate 
velocity of ground water through karst conduits may be as much 
as 1,860 tt/d (feet per day) and historic studies indicate some dye 
travel-times as much as 2,500 ft/d (Kleeschulte and Duley, 1985). 
Dye-trace studies in southwestern Missouri indicate a greater range 
of travel times. Dye moving through a karst conduit had a velocity 
of about 1.3 mi/d, but dye moving through alluvial material had 
a velocity of about 54 ft/d (Barks and others, 1983). 

Siream-aquifer interaction affects almost all stream channels. 
This interaction can vary seasonally and from site to site along a 
single stream. Ground water may discharge to a stream, or if the 
stream-bed elevation is sufficiently high or the geology permits, 
water may be lost from the stream into the ground-water system. 
A prominent example of flow loss to the subsurface was cited by 
Harvey (1980). Logan Creek was determined to have lost about 
200 cubic feet per second of water between its upstream and 
downstream reaches. Kleeschulte and Duley (1985) reported streams 
in Jefferson County may lose or gain water from the ground-water 
systein. Other examples of losing streams have been documented 
by Barks and others (1983) in southwestern Missouri. 


Major River Valleys Aquifers 


Aquifers of the major river valleys consist of unconsolidated 
gravel, sand, silt, and clay located along the Missouri, Mississip- 
pi, and lower Meramec Rivers (fig. 2). Recharge occurs by up- 
ward movement from underlying bedrock, stream-aquifer interac- 
tion, and precipitation. These aquifers are the surficial units along 
these rivers, are very permeable, and have shallow water levels. 
The median dissolved-solids concentration was 467 mg/L (fig. 2C); 
the maximum concentration was about 2,100 mg/L. The median 
sulfate concentration was 45 mg/L, which is the second largest of 
principal aquifers. Localized human-induced contamination of these 
aquifers has occurred at more than 30 sites (fig. 3). Primary use 
of water from this aquifer is for public supply at Independence and 
Columbia, and in St. Charles County. 


Alluvial Aquifer 


The alluvial aquifer consists of unconsolidated gravel, sand, 
silt, and clay located in the Mississippi Alluvial Plain of southeastern 
Missouri (fig. 2). Recharge occurs by upward movement from 
underlying bedrock near the margin of the Mississippi Alluvial 
Plain, stream-aquifer interaction, and precipitation. This aquifer 
is a surficial unit that is very permeable and has shallow water levels 
that range from 5 to 10 feet below land surface (Luckey, 1985). 
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but are confined near the Mississippi River. Recharge occurs from 
the overiving alluvial aquifer, from precipitation, and possibly from 
the upward movement of water from the underly ing Mc Nain and 
Ozark aquifers through localized fracture zones. These aquifers are 
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McNairy Aquifer 


The McNairy aquifer consists of poorly consolidated sand- 
stone, sand, and interbedded clay. The aquifer is confined except 
here it 15 exposed at the land surface or directly underlies the 
alluvial aquifer. The top of this aquifer is about 2,100 feet below 
land surface in extreme southeastern Missouri (Mesko, in press) 
Recharge occurs from the underlying Ozark aquifer and from 
recipitation falling on outcrop areas. The aquifer has low 
permeability. The median dissolved-solids concentration was 448 
mg Լ (fig. ՀԸ): the maximum concentration was about 2,200 mg/L 
in areas where saline water from the Ozark aquifer (fig. 2B) 
discharges upward. The median concentration of hardness as 
calcium carbonate was 1:0 mg/L, which was the same for the 


overlying Wilcox and Claiborne aquifers. Substantial quantities of 


water for public supplies are pumped from this aquifer. Only rare 
occurrences of human-induced contamination caused bv coliform 
bacteria in public-supply wells have been recognized in this aquifer. 


Ozark Aquifer 


The Ozark aquifer consists of consolidated dolomite and 
minor layers of sandstone. This aquifer is confined except where 
it is exposed at the land surface. The top of this aquifer is about 
| 000 feet below land surface in western Missouri (Imes, in press). 
Recharge occurs from precipitation, from overlying and underlying 
aquifers, and from stream-aquifer interaction south of the Missouri 
River. The permeability varies considerably where solution activity 
has created karst conditions that allow rapid movement of water 
The median dissolved-solids concentration was 322 mg/L (fig. 2C) 
In southeastern, western, and northern Missouri. water in this 
aquifer becomes saline, with a maximum dissolved-solids concen- 
tration larger than 5,000 mg/L. Substantial quantities of water for 
public, irrigation, industrial, and domestic supplies are pumped from 
this aquifer. Localized human-induced contamination occurs in this 
aquifer (fig. 3) from hazardous waste, landfills, and other sources 


Kimmswick-Potosi Aquifer 


The Kimmswick-Potosi aquifer consists of consolidated 
dołomite and some sandstone that are generally confined. The top 
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of this aquifer is about 1,800 feet below land surface (U.S 
Geological Survey, 1985). This aquifer is a primary source of water 
in a seven-county area north of the Missouri River. Recharge oc- 
curs primarily from precipitation infiltrating overlying aquifers. The 
aquiter has low permeability. The median dissolved-solids concen- 
tration was 489 mg/L (fig. 2C). The maximum dissolved-solids 
concentration was about 4,700 mg/L to the north where water 
becomes saline. The median concentration of fluoride was 1.0 mg/L 
and sulfate was 56.0 mg/L, which were the largest median values 
of all six principal aquifers. No human-induced contamination has 
been recognized in this aquifer 


EFFECTS OF LAND USE ON WATER QUALITY 


Ground-water concerns in Missouri have been identified by 
the Missouri Department of Natura! Resources (MDNR) (1986a 5). 
MDNR ( 1986Ի) ranked the most important sources of ground-water 
contamination in the State, in order of decreasing importance as 
tollows: abandoned hazardous waste sites (including radioactive 
Waste sites), surface impoundments, underground storage tanks, 
and septic systems. Other major sources that have the potential to 
contaminate ground water are: solid-waste landfills, surface and 
underground mining, wells, transport, and agriculture. Human- 
related activities appear to be the most significant source of cur- 
rent (1986) and potential changes to ground-water quality. 


Hazardous-Waste Sites 


Twelve sites in Missouri (fig. 34) have been evaluated under 
the Comprehensive Environmental Response, Compensation, and 
Liability Act (CERCLA) of 1980 and have been included in the Na- 
tional Priorities List (NPL) (U.S. Environmental Protection Agency, 
1986c). Ground water is contaminated at seven of these sites. Also. 
44 sites have been evaluated under the Resource Conse: vation and 
Recovery Act (RCRA) of 1982 (fig. 34). Ground water has been 
contaminated at nine of these sites. The MrNR annually compiles 
a registry of confirmed, abandoned, or uncontrolled hazardous-waste 
sites in the State which include some, but not necessarily all, CERCLA 
and RCRA sites. A total of 81 sites have been proposed for the State 
registry, and currently (1986) 50 sites are listed in this registry 
(Missouri Department of Natural Resources, 1986d). Of these 50 
sites, 23 are contaminated with dioxin (2, 3, 7, 8-tetrachlorod- 
ibenzo-p-dioxin) 

Dioxin was formed as a byproduct in the manufacture of the 
herbicide Agent Orange, and the antiseptic hexachlorophene. 
Dioxin-contaminated waste oil was spread on roads and in horse 
stables for dust control at 45 sites in the state (Catherine Barrett, 
U.S. Environmental Protection Agency. oral commun., 1986). 

During 1973, roads in the city of Times Beach (St. Louis 
County) were contaminated with dioxin. Subsequently, starting in 
1983, the U.S. Environmental Protection Agency (EPA) relocated 
residents and purchased property in the affected areas (Catherine 
Barrett, U.S. Environmental Protection Agency, oral commun., 
1986). Other major areas in Missouri affected by dioxin include 
facilities at Verona and Springfield where the byproduct was 
manufactured or stored, and areas in and near St. Louis County. 
Excavated material contaminated with dioxin was used as fill-dirt 
in some residential areas. 

The city of Republic's well 1 was removed from service after 
being contaminated with trichloroethylene (TCE). Concentrations 
of this chemical were as much as 140 ug/L (Missouri Department 
of Natural Resources, 1986d), exceeding the national drinking-water 
standard of 27 սջ/Լ. 

Ground water at iwo sites in Missouri has been contaminated 
with low-level radioactive waste. Four pits and a quarry located 
at Weldon Spring (St. Charles County) were used to dispose waste 
generated by a uranium processing plant (Kleeschulte and Emmett. 
1986). Locally, the bedrock aquifer (fig. 3) and Burgermeister 
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Surface impoundments 


Storage and treatment lagoons are used to contain chemical 
byproducts and residues. and allow natural biodegradation of sanita 
uon waste. Privately owned lagoons are not required to be licensed 
or inspected. therefore, no estimates are available on the total 
number of privately owned lagoons in the State. Operators of 
lagoons that discharge «reated animal or human waste into streams 
must obtain a permit under the National Pollutant Discharge 
Elimination System (NPDES). About 1.200 lagoons have been per- 
mitted by the MDNR under NPDES. In addition, the Department 
imates that 1.300 lagoons are used as nondischarging storage 
facilities for wastes. The Department estimates that another 1.300 
lagoons are operated for purposes that do not require permits. About 
30 surface impoundments are used to store liquid chemical waste 
(John Ford. Missouri Department of Natural Resources. Division 
of Environmental Quality. oral commun., 1986) 

Sudden formation of sinkholes may cause surface- 
impoundment failures. During 1966. a major lagocn operated by 
the city of West Plains (Howell County) collapsed and leaked about 
36 acre-feet of effluent in 52 hours. cr an average rate of about 
Ս cubic feet per second (Aley and others, 1972). Later data in- 


dicated that the effluent was traced to Mammoth Spring, Arkan- 
sas. about 25 miles distant (James E. Vandike, Missouri Depart- 


ment of Natural Resources, oral cominun.. 1986) 

A sewage lagoon operated by the city of Republic suddenly 
collapsed in 1968. An estimated 4 million gallons of sewage entered 
the ground-water system. Dye and effluent were traced I tc 1.5 
miles from the lagoon. reappearing in two domestic wells (Aley 
and others, 1972) 


Underground Storage Tanks 


Leakage from underground storage tanks is a relatively new 
and potentially widespread problem. Estimates indicate that as many 
as 25 percent of underground storage tanks may leak (Missouri 
Department of Natural Resources, 1986a). The Department cur- 
rently (1986) is compiling an inventory of al! underground storage 
tanks in Missouri, excluding those used for private-home heating 
ou. A total of 23.000 tanks have been inventoried, about one-half 
of the estimated total based on studies in other parts of the country 
(Gordon Ackiey, Missouri Department of Natural Resources, writ- 
ten commun.. 1986) About 90 percent of these tanks contain 
petroleum-related products and the remainder contain chemicals. 
The Department's Emergency Response Team has investigated 
about 135 reports of leaking underground storage tanks from 1980 
to 1986 


Septic Tanks 


Waste from septic-tank leach fields can contaminate ground- 
water systems with untreated sewage. In urban areas, this problem 
i$ compounded by closely spaced homes, each utilizing private septic 
systems. Wells withdrawing water may induce a more rapid 
downward infiltration of leachate from overlying surficial material. 
Where water levels are shallow, as in alluvial aquifers, leachate 
may have to travel only 5 to 10 feet downward before reaching 
ground water. Shallow wells, used as drinking-water supplies, may 
be affected by this relatively unfiltered leachate 


Solid-Waste Landfills 


Missouri's Solid Waste Management Law (1972) requires 
that all solid-waste landfills operated since 1972 must be operated 
under a permit and inspected periodically. No information is 
availabie to determine :he location of landfills operated before 1972 





or the type of waste that landfills have received Currently (1986), 


220 permitted solid-waste landfills (fig. 3C) are in the State. of 
which 128 are active and 92 are inactive. The MDNR classifies land- 


tills according to the type of facility and wa ie received. The largest 
category ts sanitary landfills, of which there are 101 active and 65 
inactive sites (Miles Stotts, Missouri Department of Natural 
Resources, written commun., 1986) 

No estimates are available on the total number ot private or 
non-permitted landfills; however, the MDNR currently is compiling 
an inventory of these types of landfills. Landfills that are not 
operated under permits represent a potential source of contamina- 
tion to ground-water systems. Several examples of non-permitted 
e | 
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i tateriais have been documented (Missouri 
Department of Natural Resources, 1986d) 

Fullbright landfill. located near Springfield, has been placed 
on the National Priorities List of CERCLA sites. This non-permitted 
site contains cyanide. acid, plating residucs, trichloroethylene (TCE). 
paint, waste oil, and pesticide residue (Missouri Department of 
Natural Resources, 1986d). In 1967, one person died from cyanide 
poisoning and another person was overcome by fumes at tne site 
(Missouri Department of Natural Resources, 1986d). 

Westlake landfill, located in St. Louis County, accepted 
solvents, pesticides, acids, and material containing radionuclides. 
The site has been contaminated with 4,000 tons of chlordan:. 
tricFloroethylene, and toluene, as well as 7.000 tons of low-level 
uranium-ore waste. The shallow water surface in the alluvium along 
the Missouri River may provide an easy path for these contaminants 
to enter the river (Missouri Department of Natural Resources. 
1986d) 


Surface and Underground Mining 


Surface mining of coal and mineral resources occurs in 
northern, western, and southeasterr Missouri. Underground mining 
of lead and zinc occurs in southcentral Missouri and has been discon- 
tinued in southwestern Missouri 

Ground water at coal strip mines, located in western and 
northern Missouri, is acidic and generally contains large concen- 
trations of dissolved metals. Acid drainage from these mines may 
contaminate surface- and ground-water supplies. The MDNR Land 
Reclamation Program has undertaken reclamation projects at several 
abandoned sites in the State. At an abandoned coal Strip mine and 
processing plant in western Missouri, before reclamation. ground 
water had a dissolved-solids concentration of 10,000 mg/L and pH 
values as small as 2.3. The concentration of total iron was 1.800.000 
g/L (micrograms per liter) and sulfate was 6.300 mg/L (data from 
U.S. Geological Survey files). A spring discharging from the mine 
site had a dissolved-solids concentration of about 8.500 mg/L. After 
reclamation, dissolved-solids concentration in the spring discharge 
decreased to about 3,800 mg/I.. Ground water in the Macon County 
area of northern Missouri has been locally affected by coal strip 
mining. In this area, the reported concentrations of selected con- 
stituents were: dissolved-solids, 18,000 mg/L; iron, 29,000 g/L; 
and sulfate, 400 mg/L. The pH values were as small as 4.2 (Hall 
and Davis, 1986). Ground water in this area generally is not used; 
however, water from springs and seeps at these sites can flow into 
streams that are used as public supplies. 

Missouri has been a leading producer of lead and zinc ore 
since the 1800's. Numerous abandened lead and zinc mines that 
are now flooded are located in southwestein Missouri near the Joplin 
and Webb City (Jasper County) areas. Water in these mines typically 
contains larger than normal concenirations of disso!ved solids and 
metals. The average dissolved-solids concentration was reported 
to be more than 1,000 mg/L, dissolved lead was reported to be 10 
ug/L. and zinc was reported to be about 9,400 ug/L (Barks, 1977). 
Weob City, which obtains water from the Ozark aquifer underlying 
the abandoned mine area, removed a well from service because the 
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wells and open holes may provide an interaquifer path for ci 
tamınated water to enter adjacent freshwater aquifers. Injection w. 
regulated under the Underground injection Control Program «U.S 
Environmental Protection Agency, 1984) may allow contamination 
of water supplies. In the State, no wells are used to inject 77 
jous. industrial, or munic ipal wastes underground that have been 
tegorized by the EPA (1984) as Class I wells. Currently (1986), 
there are a total of $42 Class II wells used for recov ery of ou and 
gas, 447 Class V wells used for ground-water heat pumps, 250 C lass 
V storm drainage wells which use sinkholes to accept storm runoff, 
and 4.326 Class V wells and shafts associated with mine back fili 
(K.L. Deason. Missouri Department of Natural Resources, writ- 


ten commun., 1986: 


Transport 

Crude oil, refined petroleuni products, liquified propane gas. 
and bulk fertilizers are transported ıhrough Missouri by a network 
of pipelines. Numerous other materials are transported by railroad 
and highway. Pipeline breaks. irain derailments, and trucking 
mishaps can cause contaminants to ۱۵۵ enter ground-water 
systems. In Missouri. about 2.000 miles of pipeline transport crude 
otl and about 2,600 miles of pipeline transport refined petroieum 
products, liquified propane gas. and bulk fertilizers (Missouri 
Department of Natural Resources. 1982). Contamination of ground 
water by pipeline leaks has occurred in Missouri. One such leak 
occurred in central Missouri during 1981, when fertilizer leaked 
from a pipeline, traveled down a stream, and entered the ground- 
water system through a losing secon of stream. About 8 days later, 
fertilizer appeared in å major spring about 13 miles from the original 
spill, damaging aquatic life. A «iye-trace study after the spill in- 
dicated a flow velocity of about |.1 mi/d (J.E. Vandike, Missouri 
Department of Natural Resources, written commun., 1986). Also, 
spills during railroad and highwa' transport can cause ground-water 
contamination in Missouri 


Agriculture 


Use of insecticides. herbicides. and fungicides has increased 
throughout the State for both regi lated and non-restricted categories 
of pesticides. Based on 1984 crop-acreage data (Tauchen, 1985) 
and an average rate of application for the most commonly used 
pesticides, an estimated 500,000 pounds of dry and i million gallons 
of liquid pesticides were applied to crops grown in southeastern 
Missouri. Few data currently (1986) are available on the regional 
occurrence of pesticides in ground water, and water from only à 
few test wells in southeastern !Aıssourı has been documented as 
being contaminated with pesticides (James Burris, Missouri Depart- 
ment of Natural Resources, wiitten commun., 1986). Currently 
(1986), no agency or program ii the State monitors the sale or use 
of non-restricted pesticides 





A system of drainage ditches was constructed during the earl 
! 4%) s in southeastern Missouri to drain swamp lands for agri 
cultural use Water from the shallow alluvial aquiter discharges into 


the ditches. and sediment eroded trom the surficial material is 
transported in these ditches. Water, bottom-sediment. and tish-tissue 
samples collected by the U.S. Army Corps of Engineers (1980) 


hes in Mississ'npi County indicate ``. . pesticides dieldrin, 
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diazinon, DDT, benzen. nexachlonde (BHC), heptachlor, aldrin, DDD. 
and Lindane were all detected in water at concentrations above the 


maximum levels for protection of aquatic lite. Toxaphene was 
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detected at | ug 
level defined by EPA for fish and wildlife 
Luckey (1985) detected aldrin. chlordane, (Dp, and DDE in 
bottom sediments from major rivers and ditches draining 
southeastern Missouri. The EPA sampled major drainage ditches 
in southeastern Missouri during 1986 and detected concentrations 
of atrazine, alachlor, metoalachlor, and parathion in water samples 
(Norm Crisp, U.S. Environmental Protection Agency, written com- 
mun., 1986) 


Water-Quality Trends 

Water quality in the six principal aquifers fluctuates (fig. 4); 
however, no long-term degradation has been noted. Dissolved-solids 
concentrations in water from the alluvial aquifers (major river 
valleys and southeastern Missouri) have increased slightly since the 
1960's, but the duration of data is not suf ficient to prove degrada- 
tion 15 occurring. Water from the Wilcox, Claiborne, and McNairy 
aquiters is used primarily for public supplies. Dissolved-solids con- 
centrations have varied about 200 mg/L, but data are insufficient 
to indicate that water quality is being degraded in these aquifers. 
Data shown for the Ozark aquifer were compiled for a public water 
supply in western Missouri located near the saline water-freshw. ter 
transition zone. Almost 50 years of data indicate that the water 
quality has remained relatively constant. Data for other sites near 
the transition zone (Kleeschulte and others, 1985) indicate that the 
water quality has not changed since the late 1800's, even though 
the Ozark aquifer is intensively pumped for public and irrigation 
water supplies. The Kimmswick-Potosi aquifer is intensively used 
for public and irrigation supply; however, since the early 1990's 
water quality in this aquifer has not changed appreciably (Emmett 
and Imes, 1984) 


POTENTIAL FOR WATER-QUALITY CHANGES 


Densely populated areas of Missouri are located adjacent to 
the Missouri and Mississippi Rivers (fig. 1). The shallow water 
levels, characteristic of the major river valley aquifers, make these 
aquifers susceptible to contamination from landfills and accidental 
industrial spills. Although modern methods of waste disposal are 
improving, the large quantities of waste from metropolitan areas 
increase the potential for ground-water contamination. 

The shallow water levels in the alluvial aquifer in southeastern 
Missouri make it susceptible to contamination. This aquifer is used 
for public, domestic, and irrigation supplies. Contamination can 
occur because of the large volumes of pesticides used annually on 
land in the region 

116 karst nature of the Ozark aquifer makes it susceptible 
to contamination from many sources. Once in the ground-water 
system, rapi flow through the karst conduits provides little filtering 
of water. Surficial soils and residuum provide some filtering of 
water; however, in many places these materials may be thin or ab- 
sent. Also, sinkholes may provide a direct path for contaminants 
to enter the ground-water system 

A saline water-freshwater transition zone is located along 
the northwestern boundary of the Ozark aquifer and along the 
northern bound: ry of the Kimmswick-Potosi aquifer. Although this 
transition zone has not moved a substantial distance during recent 
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